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ODP 81-869 

7 JUL 1981 


MEMORANDUM FOR: Chairman, Building Planning Committee 

FROM: | ~~| 

DDA Representative 

SUJBECT: OMS Building Requirements 

Please find attached OMS 1 s response to your initial 
query on requirements for the Headquarters compound. This 
completes all DDA responses. 


Att: a/s 
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